ye Liguid Leuenage 
Heavy Duty Hydrau-Units 


HEAVY DUTY NEW AMERICAN STREAMLINED, WHEELED TOOL 
CABINET HAS BEEN DESIGNED FOR THE CONVENIENCE OF THE 
BODY REPAIR MECHANIC, PRACTICAL AND GOOD LOOKING ! 


Illustrated Work Manual Packed With Each Outfit. 





































IMPORTANT 
FEATURES 


Roomy-size overall 17” wide, 39” long, 
32” high. 


Easy to Move - large rubber swivel caster 
wheels. 


Wide doors for easy access to all tools. 


Handy compartment built inside of door for 
sandpaper, work manuals, ete. 


Doors equipped with lock for protection of 
tools when not in use. 


Spacious sturdy shelves for convenient 
separation of heavy and small tools. 


Large heavy chrome hand grip to facili- 
tate easy moving of cabinet. 


Heavy rubber mat on bottom of upper tool 
table. 


Sliding tray for solder, sanding blocks, etc. 
built-in upper tool table. 


Convenient, built-in receptical for body 
checking tram gauge. 


SPECIFICATIONS 


Capacity of Power Unit JP-S1l................ 
Leneth ef Fowerx iimil ienly....  -cconicads <s%2 ake 
Net Weight of Power Unit only................°. ‘ 
Hydraulic Ram Travel (Ram Travel Per Stroke of 
Pastis (36 CO) ov neo eek cree hose OK Same ee ows 
Total Length of Pipe Connections. .... F 





SHIPPING WEIGHT 


FOR ALL BODY AND FENDER WORK AND 
LIGHT FRAME STRAIGHTENING 


The American Heavy Duty Hydrau-Unit makes shop work easy and 
profitable. It is a complete one-man outfit, enabling the mechanic 
to handle all kinds of body and fender work as well as light frame 
straightening — yet sells at an amazingly low price. 


The resourceful mechanic will discover dozens of ways in which 
the 10,000-Ib. capacity Hydraulic Power Unit and the interchange- 
able fittings can be used for straightening, pressing, bending, pull- 
ing, and pushing. The new metal, wheeled stand, makes a con- 
venient, portable work table. The stand is fully enclosed, doors 
are equipped with a lock for protection of the equipment when 
not in use. 


AMERICAN HYDRAULICS, Inc. wen le 


PRINTED IN U.S.A. 
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American 
* American Heavy Duty Hydrau Unit * 


MODEL H125 Without Press 
Consists of Following Parts Mounted in Wheeled Work Stand 
DEALER’S PARTS — F. O. B. Factory 


JP-311 10,000 Ibs capacity Hydraulic Power MUD: 6.4 o Whine ees 
J-140U Hydraulic Pump Handle, U Shave... ¢..e nas bene he 








J-32 Rendet CliNG 2550 55 6 ose eek eee eee se ene sm RENEE S 
J-50 Serrated Head.......... ee er 
J-51 Small Chain Plate (2 imcluded)...........:..-+++-+++: 
J-52 Large Chain: Plate ... . . . 6. 63-84: ee eee er re ee 
J-53 CNP? Wine Bae... «uu cb oo asset me Oo eRe RS IH eee 
J-54 Offset Wedge Toe or Spring Spreader (2 included)..... 
J-55 Su" <= G6" Flat Base: 26 oc scsi cccswsewasamenene ts 
J-56 Or Fading Tase . ..¢ «6s 726 3 aiwraiw 
J-57 Bottom Spreader Toe... .. 2.25. cee ete ee ee eens 
J-58 Top Spreader Toe... . 5... ctccsucr ects e eee eee see es sees 
J-59 90 Degree Angle Base (2 included)...........-..------- 
J-60 wre eae” OA 2 aN we ae wee eek Ree a eee eee 
J-61 Threaded Clamp Toe (2 included)..............---+-; 
J-62 Plain. Clamp Toe: .. 2 «cs wtiowt ees ce eu ws Py ee ey 
J-71 Knuckle Joint Connection...........-..-.+::- 

J-72 iS The “estemsiom: «« «coc as sce2258 Sees 

J-73 14” Heavy Weight Close Nipple (2 included)... . . 

J-74 5” x 1%” Steel Taube Extension... ... 2.2 scents ee etwas 
J-75 10” x 1%” Steel Tube Extension... « .is ticcec cc cc ccs 
J-76 20” x 1%" Steel Tube Extension... ... ic. eaee. oe 
J-77 S0” x 1%” Steel Tube Extension. ....ceiwsiciv canes: 
J-81 Thread Protector Ring for Power Unit...............-. 
J-82 Steel Tube Coupling (2 imcluded)...............-..:: 
J-83 36” by 7’ Chain with Grab Hook (2 included).......... 
J-84 1%” Angle Hook Pin (2 imcluded)..............----++-. 
J-85 S/LG ‘Straight TUM o ise oo 6h 6 os ak eee ee ee ss 2 err 


JWP-12 Wheel Pusher Spoon...........---::e:es sess eeee: : 
JWB-6 Corner and Hedder Panel Spoon............------+.--- 
JMD-4 Drip Moulding Spoon...............---::++sseeeee: 
JBP-11 Wheel House Beading Spoon.............-.---+--++-+-: 
JCW-9 Cowl Wheel House and Door Spoon..............----: 
JHD-6 Hexagon Tool Adapter...........-----2+- sees eeeeees 
JMR-S Quarter Panel Spoon... ...... 2.2: seers s cs staenas wes 
JH-4 Ie PRN ces a Gace oe be Wee ek ee ee eS 
JD-6 Jack DOU BOG, .cccseiss os yc ees wc ce reece rs etenes 
M-75 Rothe: Siead. S44" Dome... 265s cum scns ss cues memenns 
M-76 Rahber Tiesd S” Dome wtas osiceotg de fac ca caw ets 
AT-37 Body Checking Tram Gauge (also illus. on page 6)...... 


TRAM 
CHECKING 
GAUGE 
dl te) |, Se! [One arses Beane ; 


H-125P SAME AS H-125 HYDRAU OUTFIT BUT INCLUDES PRESS HP-85 


(Illustrated and Described Below) 





SHOP PRESS 


The shop press can be supplied for use with the 
Hydrau-Unit Power Unit or any Hydraulic Jack. 
The press is desgined for use on work bench, 
although it can be placed on the portable stand 
and rolled to the work if desired. The upright 
bars, constructed of special strength steel, are 
12 inches apart, affording ample clearance for 
all ordinary press work. The press is tested to 
withstand a pressure of 16,000 Ibs. 


Model HP-85 consists of Press only without Hy- 
draulic Unit. Shipping weight 85 Ibs. 


Model HP-95 consists of Press with 10,000-Ib 
Hydraulic Unit JP-311 and U Shaped Handle 
only. Shipping weight 100 Ibs. 











Amercan 
+ AMERICAN Heavy-Duty HYDRAU OUTFIT * 


MODEL H110 and H110P 











Model H110P With Press (wt. 328 Ibs.) | 
Model H110 Without Press (wt. 238 Ibs.) 


Rubber heads, body spoons and tram gauge not supplied as regular equipment. 





Ls Consists of These Parts Mounted in Wheeled Work Stand 
| DEALER’S PARTS — F. O. B. Factory 


| JP-311 10,000 Ibs capacity Hydraulic Power Unit including 
J-140U Handle and J-81 Thread Protector Ring; ¢.2..05. 1 eae 


J-140U Hydraulic Pump Handle, U Shape.........-....-+5.+-++-+:: 
































} J6I J6é2 
J-32 Fender Clamp... ee cet th eS Oe wigs eit) ge tetera 
} is | J-50 Serrated Head 2 fic 5. oo che oo cee esd gs antl « + ot tie leret oho ine 
J-51 Small Chain Plate (2 included)...........:.% eh; #... ies 
I5i~ 332 J-52 Large Chain Plate............%=.-»ji8 2 
| J-53 ‘W??, Block Base. ........2si6 ss ee so se 0 een oe i 
| = O J-54 Offset Wedge Toe or Spring Spreader (2 included)........... 2 “ 
[ B J-55 314” »~ 6144” Flat Base......:.. <0 00-2» tai Hag => ee 
384 san 373 557 J-56 O° Radius: Base.....s 2 6 6 ote wcare ere w © os os ole oe SERRE 
J-57 Bottom Spreader Toe: .. . 2. <.50 .Jo0 ss fo. «ee ee 
: J-58 Top Spreader Toe. . .) . . . 2 i... 00 «20 ees eis aha ee eee 
J-59 90 Degree Angle Base\(2 included)... .. 22.4. -4 5. 3ts 2m = 
J-60 A” Radius, Base. >... . ...- «++ «+ a8 05 Meta te an aan ars eee 
J-61 Threaded Clamp Toe (2 included).................-..-..+. b 
| —- prea ee Dee J-62 Plain Clamp Toe... .°s.:\. .. =. «dete eee ee ee 
; Wk J-71 Knuckle Joint Connection. ..... 2. Svs 50 ae oes oe eee 
352 @ O at & J-72 12” Tube Extension: :.. ..5 20+.) eee ee ee 
| | 571 35058 = J-73 14,” Heavy Weight Close Nipple (2 included)................ 
. = J-74 5” x 1%” Steel Tube Extension. ........ see eee oe ee 
374 82 J-75 10” x 1%” Steel Tube Extension... ..s..2-30... --e- eeeeee | 
a ne sms J-76 20” x 1%” Steel Tube. Extension... :. 2°... cs 2 eee 
776 , T75 J-77 30” x 1%” Steel Tube Extension (2 included)................ 
J-81 Thread Protector Ring for Power Unit....................%. 
J-82 Steel Tube Coupling (2 included)... «..: 1... AeRe- 45. ae eee f 
J-83 34” by 7’ Chain with Grab Hook (2 included)............... 
J-84 1%” Angle ‘Hook Pin. (2: included)... ...4..21: 44s «=» ween 
J-85 5/16” Straight Pit .\66 5s has Sack Pew. @ o> sec ee Se 
Wheeled Work Stand... ... 2% .«,). sc ccs ds iy « ee a 
M-76 and M-75 RUBBER HEADS 
Will fit H-100 and HK-75 Hydrau Units, but not HK-50 Kit. 
NOTE: Rubber heads are made of a special resilient compound to a forged steel insert 
threaded with 14” pipe thread. Under pressure they conform to various contours. 
‘3 i Will not mar or damage painted or fragile sections. 
M-75—Rubber Head, 344” dome; shipping weight 1%” Ibs........... 
M-75 M-76—Rubber Head, 5” dome; shipping weight 3% Ibs. ........- : ; 
: Delivered in lots of 100 Ibs. or more. a’ a 
SP-65 pm 
Includes ” 1 
the following re oe 
parts: _ 
1—JP-311 cs 
1—J-140U a. 
1—J-81 ee 
2—J-54 
2—J-74 
1—J-72 : 
1—J-73 
2—J-82 Showing spring spreaders in use to 


spread Ford spring. 





Ce 7 4 : r 
Model SP-65 | ew. Pe 










_ +e 

siininaliee tie! 4 AMERICAN HYDRAU SPRING SPREADER 

Every repair shop needs one of these handy tools for replacing 

Complete Group of Ferguson Power Body Spoons as illustrated. springs (see picture above). Includes hydraulic 10,000-Ib. unit, 
An Adapter is included which allows these tools to be used handle, and the necessary extension — tubes and Hoa ae a 
with all Model Hydrau Units except Light Duty HK-50. Wt. 30 lbs. Shipped as a complete unit in a carton. Shippmg weight S. 


eS 





NuKiiis == 





HEAVY DUTY HYDRAU KIT MODEL HK-75 
Hydraulic Unit JP-311 — 10,000 Capacity 


100 Ibs. 





Shipping Weight Complete 


Equipped with 10,000-lb. hydraulic unit and extra heavy fittings, ex- 
tension pipes, etc. to guard against breakage under extra strain caused 
by reasonable overload. 


HK-75 enables small operator to start with high grade, compact unit at 
a very low initial cost. He can add more tools, wheeled stand, press, 
etc., as he is able to if he needs them. 


Hydraulic unit, tools, parts, pipes, fittings, etc., supplied with HK-75 
are same size and strength as supplied with larger H-125 Hydrau-Unit. 
Complete unit packed in steel box with casters, making a very com- 
pact unit, easily portable in shop or outside. 





: . f= 5 | 

| e / 8 
< 

y 
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HK-75 consists of following parts packed in 
metal box with ball casters: 


F. O. B. Factory 
(See Illustration at Left) 


yP-311 10,000 Ibs. capacity Hydraulic Power Unit including 
J-140U Handle and J-81 Thread Protector ae 


J-140U Hydraulic Pump Handle, U Shape.............-.-.-. 








J-32 Bonmer ‘Glass: «<a ein oe be eee en RPS TREE PH SRS 
J-50 Comiattel PCCM. & ceiminbieele sb ke oO WW Give dens eo ee | 
J-53 CONS? Wilnok PRS s xs a esereers 4 Fea we a Sr ek eee Ee 
J-54 Offset Wedge Toe or Spring Spreader (2 incl.). . \ ae 
J-55 Bice =~: BIC" Wink. ase. 6 noe vac cee cena ne eee ess > 
J-56 OM Wiens REGS & installer Mad < Gag bandh xo eee wa eo rs 
J-57 Bottom Spreader Toe@ i: os si ca sewers ea ecw ae ews 
J-58 Ton: Spreader: "TOR. osc s cee Me EEE H EES S oS S ; 7 
J-59 90 Degree Angle Base (2 included).............-. 
J-60 A Te Biss OGM ects i ax ox a eh enamhe. 6 6 a6 eS 0 woe orecers 
J-71 Knuckle Joint Connection.............----seseeee> 
j-72 12” x 1%” Steel Tube Extension (4 included)........ 
J-73 14” Heavy Wt. Close Nipple (2 included).......... 
gs wig jJ-74 5” x 14” Steel Tube Extension (2 included)........ 
C75 1400 J-81 Thread Protector Ring for Power Unit.............. 
; J-82 Steel Tube Coupling (4 included).............-.-- 
J-83 3%” x 7’ Chain with Grab Hook (1 included)........ 


Metal Box with Casters. Shipping Weight complete 100 Ibs 


eae O 
AMERICAN HYDRAULICS, Inc. WISCONSIN, U.8. A. 


PRINTED IN U.S.A. 
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